XXVI.     PARIS, NOTRE DAME, NAVE, DESIGNED   C.   Il8j.  THE EAST BAY  SHOWS  A RECONSTRUCTION OF THE
ORIGINAL ARRANGEMENT OF THE WINDOWS.